<?xml version="1.0" encoding="utf-8"?> 

<Project ToolsVersion="Current" 

xmins="http://schemas.microsoft.com/developer/msbuild/2003"> 
<PropertyGroup> 


<Controller_SelectedScaffolderlD>MvcControllerEmptyScaffolder</Controller_SelectedScaff 
older!|D> 


<Controller_SelectedScaffolderCategoryPath>root/Controller</Controller_SelectedScaffolde 
rCategoryPath> 


<WebStackScaffolding_ControllerDialogWidth>600</WebStackScaffolding_ControllerDialog 
Width> 


<WebStackScaffolding_IsLayoutPageSelected>False</WebStackScaffolding_IsLayoutPage 
Selected> 


<WebStackScaffolding_IsPartialViewSelected>False</WebStackScaffolding_IsPartialViewS 
elected> 


<WebStackScaffolding_IsReferencingScriptLibrariesSelected>False</WebStackScaffolding 
_IsReferencingScriptLibrariesSelected> 


<WebStackScaffolding_IsAsyncSelected>False</WebStackScaffolding_IlsAsyncSelected> 
<WebStackScaffolding_ViewDialogWidth>600</WebStackScaffolding_ViewDialogWidth> 
<NameOfLastUsedPublishProfile>FolderProfile</NameOfLastUsedPublishProfile> 
</PropertyGroup> 
</Project> 


